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ORM-A

ORM-B

ORM-E

PCB

POHC

Poison A
Poison B
POTW

RCRA
Secure landfill

Glossary

Not otherwise specified (often used in DOT
classifications and regulations).

Other Regulated Material; see Appendix D, 49
CFR 173.500(b)(l).

Other Regulated Material; see Appendix D, 49
CFR 173.500(b)(2).

Other Regulated Material; see Appendix D, 49
CFR 173.500(b)(5).

Polychlorinated biphenyl; EPA interprets this
term to include the monochlorobiphenyls.

Principal Organic Hazardous Constituent: an
organic chemical that is a constituent that is
to be burned in an incinerator and that has
been identified by EPA in Appendix VIII of
40 CFR Part 261.

See Appendix D, 49 CFR 173.326.
See Appendix D, 49 CFR 173.343.

Publicly Owned Treatment Works; designates
a municipal wastewater treatment plant.

Resource Conservation and Recovery Act

A landfill that is authorized by EPA or a state
to receive hazardous waste.

WWTP

Wastewater treatment plant.